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Incinerator-operator certification/part Il (ASHE 
President's Letter) 10/92:11 
Incinerator-operator training (ASHE President's Let- 
ter) 1/92:9 


INFECTION CONTROL (see also SAFETY, WASTE) 

Areas covered by local OSHA-approved [occupa- 
tional safety] plans 6/92:40 

CA labor union tests strength of OSHA’s new patho- 
gens rule 3/92:4 

CDC abandons its plans to list all ‘exposure-prone’ 
procedures 2/92:6 

CDC: States should decide on limiting infected 
workers 8/92:4 

Complying with OSHA's new pathogens standard 
6/92:40 

Disinfectants found virtually ‘ineffective’ 2/92:12 

Guidelines issued to help hospitals combat spread 
of TB 5/92:4 

Hospitals face few problems with new OSHA [hepa- 
titis B] vaccine rule 6/92:4 

Isolation-room ventilation critical to control disease 
9/92:30 

Mandating infection-control devices is a mistake, 
AHA says 4/92:10 4 

Needlestick reports to FDA won't boost worker 
safety: AHA 6/92:4 

NFPA issues interpretation on sharps containers 
1/92:34 

(continued on page 34) 





. STAIR SAFETY 


out easily, because the abrasive strips are 
available in four high visibility colors. 
Choose abrasive strips in stand- 
ard black or optional brown, gray, 
or yellow colors. Then match it up 
with your choice of our attractive 
new design surface treads or our 
standard flat surface tread. 
For more information or a free 
sample kit, call us today at 216-784-1291. 
It’s your first step toward safer stairways. 


Get the maximum in stairway safety — 
The R.C.A. Rubber Company Abrasive 
Strip Stair Treads. Two rugged 
strips on each step grip and hold 
for greater traction...protecting 
against possible injuries in stair- 
ways where spilled liquids, 
tracked-in snow and rain often = 
make footing treacherous! 

Abrasive strip stair treads are also safer 
because you can see them. Step edges stand 


THE R.C.A. RUBBER COMPANY 
An Ohio Corporation of Akron, Ohio 
1833 E. Market Street, P.O. Box 9240, Akron, Ohio 44305 Phone: (216) 784-1291 FAX (216) 784-2899 
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Subject index (continued) 


NY, CA respond to rising incidence of tuberculosis 
5/92:6 

OSHA's blood-borne pathogens rule takes effect in 
early March 2/92:4 

OSHA's standard on blood-borne pathogens: check- 
lists for compliance 6/92:42 

Other AHA resources on blood-borne pathogens 
6/92:47 

Rura! hospital offers needle-disposal plan 1/92:36 

Study: Hand-washing practices can reduce infec- 
tions up to 50% 10/92:4 

Updated CDC guidelines for isolation-room ventila- 
tion 9/92:30 

What about respirators [for infection control]? Which 
ones work the best? 9/92:34 


INTERIOR DESIGN 

(see also FURNISHINGS/FURNITURE) 

The big picture: a master plan for interior design 
11/92:62 

Conference stresses the value of simple, cost- 

effective [interior] design 10/92:7 

Cooperation, compromise key to ‘perfect’ health 
care interiors 11/92:18 

New doors open the way to damage-free interiors 
9/92:75 

What to consider when choosing an interior de- 
signer 11/92:20 

Wireless glass offers clear view of life’s wonders 
3/92:60 


LANDSCAPING (see GROUNDKEEPING) 


LAUNDRY /LINEN 

(see also ENVIRONMENTAL SERVICES) 

Are you involved in purchasing decisions for laundry 
equipment and supplies? 6/92:70 

Buying linen? Formula reveals true cost per use 
8/92:60 

Housekeeping chiefs dictate laundry- supply buys 
6/92:70 

Laundry and linen: median health care variables (by 
bed size) 1/92:50 

Laundry and linen: median health care variables (by 
bed size) 5/92:102 

Monitrend li offers fourth- quarter '91 laundry data 
5/92:101 

Monitrend II offers third- quarter '91 laundry data 
1/92:50 

Reusable textile products help to reduce waste, 

according to new study 6/92:71 

Some laundry fires due to spontaneous combus- 
tion: CPSC 7/92:10 

What about the cost of laundry chemicals, equip- 
ment? 8/92:60 

What it costs to operate an on-premises laundry 
8/92:64 


LEAD 

The dangers of lead to maintenance workers 
3/92:41 

Health facilities help contribute to air-borne lead 


pollution: study 1/92:8 
OSHA to develop second lead-exposure standard 
3/92:40 


LIGHTING (see also ENERGY/POWER/UTILITIES) 

Green Lights Program encourages efficient lighting 
3/92:6 

How big of a threat [from PCB-containing ballasts]? 
3/92:27 

Relamping lightens hospital's electricity bills 
6/92:74 ; 

Retrofitting ballasts may pose PCB-disposal woes 
3/92:24 

States that ban PCB-containing ballasts from sani- 
tary landfills 3/92:24 


MATERIALS MANAGEMENT/PURCHASING 

CFOs: Are you Satisfied with your materials-manage- 
ment department’s performance? 2/92:10 

FTC: Joint-buying groups unlikely to see antitrust 
suits 6/92:8 

Materials managers receive high marks from CEOs 
and CFOs 2/92:10 

Moderate increases in supply prices expected this 
year 5/92:8 

Projected price changes for supplies in 1992 
5/92:8 


MEDICAL GAS SYSTEMS 
Certification run amok (ASHE President's Letter) 
(continued on page 36) 














PUTTING MORE 


“CARE’”’ 


INTO HEALTHCARE 
CONSTRUCTION 








Walbridge Aldinger 
Shee 1916 


613 Abbott Street 
Detroit, Michigan 48226 
(313) 963-8000 
ion Managers * General Contractors 
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The Practical Solution 


... "Regulated 
Medical 


Waste" 


for the Disposal of... 


DISPOZ - ALL 2000 


Compare These Features: 


¢ High Throughput 
Capacity 

¢ Latest Technology - 
Far Infared Process 

¢ Safe/Clean Operation 

¢ Failsafe Interlock 


MEDIFOR-y COMPANY 


¢ Complete Audit Trail 

¢ Substantial Volume 
Reduction 

¢ Off Site Diagnostic Features 

¢ No Permitting Requirements 


TEL: (203) 926-1646 





415 Bridgeport Ave., Shelton, CT 06484 FAX: (203) 925-9418 
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Subject index (continued) 


5/92:11 


How the NFPA plans to tighten up some of its medi- 


cal gas standards for 1993 8/92:25 

JCAHO renews its interest in system maintenance 
8/92:28 

NFPA and JCAHO look at medical gas systems 
8/92:22 

NFPA to change medica! gas standards in '93 
9/92:62 


MOVING 

Five elements of new-building activation: a sample 
matrix 11/92:32 

How to plan and execute a major moving project 
11/92:32 

Move it or lose it: how to keep it all in perspective 
11/92:36 

What about moving patients? Here’s how 
Dartmouth-Hitchcock Medical Center did it 





PERFORMANCE- 
DESIGNED 
INCINERATION 
SYSTEMS 

FROM KVS 


Waste incineration systems from Kennedy Van Saun are performance-designed to function 


dependably day after day, year after year. Safe, practical and simple to use, they can be 


@ Fixed-hearth systems with capacities 
from 400 to 2,500 lb/hr and rotary- 
hearth systems with capacities of 1,000 
to 20,000 lb/hr. 


@ Complete plant design and services 
including permitting, engineering, 
project management, installation 
and training. 


designed to meet emissions 
requirements in any state. 
KVS incinerator systems 
operate with process logic 
controllers to provide fuel- 
efficient disposal of all 
hospital and medical wastes, 
including solids, liquids, 
pathological, radio-active, 
chemical and hazardous 
materials. 
@ Heat recovery for steam or power 
generation. 
@ Emission control systems to meet all 
regulations. 
@ Full inspection, maintenance and 
repair service. 


@ Retrofits/upgrades/rebuilds for any type 
of older equipment. 


Customer Satisfaction is our Ultimate Measure of Quality 


. —_— 


350 Railroad Street 
Danville, PA 17821-0500 
Ph: (717) 275-3050 
Fax: (717) 275-6789 


ALLIS 


MINERAL SYSTEMS 


KENNEDY VAN SAUN 


KVS and Kennedy Van Saun 
i trade names of 

Allis Mineral Systems 

Member of the Svedala Group 
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11/92:38 


PARKING (LOTS/STRUCTURES) 

A different angle: perpendicular vs. diagonal strip- 
ing 11/92:54 

How to ‘expand’ parking capacity via restriping 
11/92:54 

WI hospital overcomes neighbors’ opposition to its 
parking structure 1/92:12 


PEST CONTROL 

How to control pests without resorting to the use of 
harsh pesticides 5/92:93 

How to control rodents in health care facilities 
10/92:34 

How to work well with an outside pest-control expert 
10/92:37 

Placement key to insect light-trap effectiveness 
5/92:92 

Progressive insect-interception plan using ILTs 
5/92:92 


PLUMBING/WATER 

Chlorine, heat: Popular ways to beat Legionella 
5/92:28 

Why should you be concerned?’Some thoughts on 
Legionella and water systems 5/92:33 


PNEUMATIC TRANSPORT 

Calculating pneumatic systems’ productivity 
10/92:44 

Pneumatic system productivity-calculation 

"worksheet 10/92:44 

Survey: Pneumatic tubes speed lab and pharmacy 
response 1/92:8 


PURCHASING (see MATERIALS MANAGEMENT) 


RECYCLING (see also WASTE) 

Comparing annual office-paper disposal costs 
3/92:54 

Do you profit from recycling? 8/92:6 

FTC offers guidelines for ‘green’ labeling 9/92:6 

Health facilities prepare to meet the EPA's strict 
new silver-recovery regulations 12/92:44 

How to set up an office-paper recycling program 
3/92:52 

States projected to spend millions for recycling pro- 
grams 6/92:8 

Support from the top key to recycling success 
3/92:53 : 

Survey: Facilities recycle even though it’s not profit- 
able 8/92:6 

Survey: Growth in recyclables exceeds demand for 
their use 12/92:6 


ROOFING 

Planning, maintenance key to a roof’s longevity 
4/92:46 

Roof-inspection checklist 4/92:47 


SAFETY (see also SECURITY) 

JCAHO alters PTSM standards for 1993 10/92:4 

JCAHO: Life safety, safety management remain 
trouble spots 4/92:6 

JCAHO lists top causes of safety contingencies 
5/92:84 

JCAHO revises safety, security, power standards 
8/92:44 

Life-safety compliance levels, 1987-89 5/92:85 

New Life Safety Code contains key fire changes 
12/92:42 

Safety-management compliance levels, 1987-89 
5/92:85 

Safety management: top compliance-problem ar- 
eas, 1986-89 5/92:89 

Setting up a workable safety-recognition program 
9/92:70 
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Top five standards-compliance trouble spots 
4/92:6 

Top problem areas for JCAHO compliance with the 
NFPA's Life Safety Code, 1986-89 5/92:84 


SECURITY (see also SAFETY) 

Armed security officers in health care settings: de- 
terrents or detriments? 3/92:14 

Different responses to the call to arms: a tale of 


two Atlanta hospitals 3/92:15 

JCAHO revises safety, security, power standards 
8/92:44 

L.A. story: coping with gangs, graffiti and guns 
3/92:17 

Monitrend offers third-quarter '91 security data 
2/92:56 

Security: median heaith care variables (by bed size) 
2/92:57 





problems. 


ee 
Don't Get Burned 


Crawford's Combustion Equipment 
Leaves Nothing To Chance. 


Crawford engineers state-of-the-art incineration equipment for biomedical 
waste disposal that combines quality, safety, environmental compliance and 
cost efficiency. Detailed construction, expert engineering and superior 
materials demonstrate Crawford's unsurpassed quality. 

Quality that virtually eliminates the chances of prema- 

ture failure, unsatisfactory performance and regulatory 








Crawford's is the only equipment safe 
enough to receive UL certification 
while operating clean enough to sur- 
pass stringent environmental require- 
ments nationwide. Buying Crawford's cost 
efficient equipment means reduced energy consump- 
tion and operating cost. Regulations don't require incineration equipment to 
perform to such high standards - we do! 


@ /ncineration equipment 
up to 500 lbs/hr. * 


@ Configured for general, pathological 
and/or biomedical waste 


@ Air Pollution Control Equipment 


@ Continuous Emission Monitors 
@ Environmental Permitting 

@ Compliance Testing 

@ Operator Certification 


Reliable, UL listed, environmentally approved and cost efficient; Crawford's 


combustion equipment leaves nothing to chance. For more information, 
call or write: 


9) 


ENGINEERING EQUIPMENT AND 


ENGINEERING CO. 
P.O. Box 593243 * Orlando, FL 32859-3243 * US (800) 228-0884 
FL (407) 851-0993 ¢ FAX (407) 851-2406 


*Larger systems engineered upon request. UL® isa registered trademark of Underwriters Laboratories, Inc. 
© Copyright Crawford Equipment & Engineering Company, Inc., 1991. All rights reserved. 
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Security: median health care variables (by bed size) 
9/92:74 

Security pay up 13 cents during first-quarter '92 
9/92:74 

Texts of approved revisions in the JCAHO’s security 
and emergency-power standards 8/92:44 

Weapons used in assaults and armed robberies 
3/92:20 


SIGNAGE/WAYFINDING 

ADA’s signage rules: significant, strict, specific 
11/92:44 

Five key reasons why people get lost in health facili- 
ties 8/92:40 

How the ADA will affect health care signage 
2/92:33 

Minimum sign requirements under the ADA, by type 
of sign 2/92:37 

Wayfinding: Are your staff and visitors lost in 
space? 8/92:36 


SMOKING (see AIR QUALITY) 


TELECOMMUNICATIONS 
(see COMMUNICATIONS) 


WASTE (see also INCINERATION, RECYCLING) 

AHA petitions DOT: Waste-packing rule unfair, un- 
warranted 3/92:4 

All states export hazardous waste 4/92:10 

BFI helps minimize medical waste — and hassles 
7/92:82 

Commercial firms take the lead in regional medical 
waste-disposal plans 2/92:22 

Decontamination ... vs. disfiguration of health facili- 
ties’ waste 12/92:18-19 

DOT packaging rule postponed until April 1 
11/92:4 

Factors for evaluating alternative medical waste- 
treatment technologies 12/92:16 

If you use regional incineration, who owns the facil- 
ity? 2/92:23 

Jan. 1 deadline looms for radioactive waste 
12/92:4 

Microwaves, steam recommended for Twin Cities 
waste 11/92:5 

New and emerging medical waste-treatment tech- 
nologies: an overview 12/92:14 

New rules, public outcry spur increase in regional 
waste-treatment options 2/92:20 

One-fifth of hospital waste infectious, according to 
study 11/92:5 

Oregon to implement system for medical waste 
mangement 7/92:8 

Plasma pyrolysis: Old technology may find new life 
treating hospitals’ medical waste 12/92:17 

Projected growth in commercial medical waste man- 
agement 2/92:20 

Rural hospital offers needle-disposal plan 1/92:36 

Senate bill okays RCRA bill requiring tracking of 
wastes 7/92:4 

Standards society forms new hazardous-waste sub- 
committee 6/92:6 

Supreme Court rules that states can’t tax out-of- 
state waste 7/92:4 

Supreme Court will decide if states can tax im- 
ported waste 4/92:10 

Typical medical waste generation rates 11/92:6 

Which on-site waste-treatment option will work best 
for you? 12/92:14 

Wojtkowski testifies against tough, new waste 
packaging 9/92:4 


WATER (see PLUMBING) 
WAYFINDING (see SIGNAGE) 
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